Winchester  Center  Congregational  Church 
Winchester  Center,  Connecticut 

Organized  Oct.  30,  1771 
Church  Building  Erected  1841 
Lower  Rooms  and  Addition  1956 


PLACE 
STAMP 
HERE 

MAOC   IN   U  S  A. 


